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And, again, this knowledge must be called into play in the treatment of 
those conditions where the general surgeon and the dentist are associ¬ 
ated. The book before 11s is written by a general surgeon for the in¬ 
struction of dental students. It presents in simple language exactly 
what a dentist should know about surgery in general, such as inflamma¬ 
tion and its results, anaesthesia, hemorrhage, tumors, etc. The presenta¬ 
tion of these subjects is much after the style of that found in the smaller 
works on general surgery. 

One criticism we have to offer is that the discussion of cleft palate 
occupies but three pages and is illustrated by only three cuts. This 
would certainly seem to be a surgical condition about which dentists 
should be well informed. Much has lately been written upon the treat¬ 
ment of cleft palate, particularly by the English surgeons, and yet 
little reference is made to what has been accomplished by the recent 
methods of treatment. The illustrations of the book are especially 
good. We regret to see that under the head of neuralgia the author 
has not warned the dental student against the removal of teeth for the 
relief of trifacial neuralgia. We feel that such advice is necessary, 
since so frequently cases of tic douloureux involving the second and 
third divisions of the nerve come to the surgeon with a number of all 
the teeth on the affected side extracted. Dentists should be made to 
understand that the extraction of teeth never relieves the condition, 
although the pain may be referred to them. J. H. G. 


A Manual op Medical Treatment or Clinical Therapeutics. By 
J. Burney Yeo., M.D. Chicago: W. T. Keener & Co., 1902. 

The tenth edition of this work is issued in two conveniently sized 
volumes, comprising more than fourteen hundred pages. The material 
is arranged in an interesting and thoroughly practical way. Wherever 
it has been possible in the consideration of a disease, the mode of causa¬ 
tion, the morbid changes, and the probable manner in which the reme¬ 
dial agencies influence its course have been set forth. Thus the reader 
is enabled not only to learn the treatment of diseased conditions, but 
also to get a fairly comprehensive grasp of other important facts found 
usually only in books on practice. The work will be found satisfac¬ 
tory. T. A. C. 


A Text-book op Pathology and Pathological Anatomy. By Dr. 
Hans Schmaus. Translated from the sixth German edition by A. E. 
Thayer, M.D., and edited with additions by James Ewing, M.D. Illus¬ 
trated with 351 engravings, including 35 colored insert plates. Philadel¬ 
phia and New York: Lea Brothers & Co., 1902. 

Dr. Ewing in his edition of Dr. Schmaus’ text-book of Pathology 
has contrived to arrange a book adapted especially for the need of 
students. It is by no means a book of reference, and all discussions 
and bibliography are carefully omitted. Indeed, the total lack of 
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quotation of authorities is noticeable, and seems not altogether satis¬ 
factory. The book is divided into two parts, the first dealing with 
general pathology, in which are included chapters on disorders of circu¬ 
lation and regressive and progressive processes; while the second part 
is devoted to the subject of special pathology, in which the various 
systems of organs are treated in order. The fundamental principles of 
inflammation, tissue repair, and regressive changes are fully described, 
and the subject of tumors is well dealt with. A very short account is 
given of the more important parasites. In the special pathology the 
main changes affecting the different organs are recounted, and frequently 
clinical data are also added. The details of histological change are 
often subordinated to a general survey of the disease, and no attempt 
is made to set forth the nicer problems of cellular pathology or to intro¬ 
duce the results of researches so recent that they would necessitate dis¬ 
cussions. The diseases of the nervous system are treated of quite fully 
and adequately. Numerous illustrations are used to elucidate the text. 

W. T. L. 


A Manual of Materia Medica and Pharmacology. By David M. 
B. Culbreth, Ph.G., M.D., Professor of Botany, Materia Medica, and 
Pharmacognosy in the Maryland College of Pharmacy; Professor of 
Materia Medica and Pharmacognosy in the University of Maryland 
Medical and Dental Schools. Third edition, enlarged and thoroughly 
revised. Pp. 916. Philadelphia and New York: Lea Brothers & Co., 1903. 

The third edition of this work comes to us offering ample evidence of 
enlargement and thorough revision, to be found in each portion of the 
book. The author’s desire for increased accuracy in the old and intel¬ 
ligent discrimination in the selection of materials for the new has 
reached satisfaction. While the previous editions were worthy of and 
received commendation, the present must command more; the author, 
incited by the success already attained, has renewed his efforts, and the 
result is especially satisfactory. The first fifty pages are devoted to 
definitions, forms of medicines, avenues by which they are introduced 
into and means by which they are transmitted through the system, and 
the conditions which may modify the action of remedies. The various 
methods by which medicines may be classified are presented, and the 
author announces his—that by natural affinities; beginning with the 
lowest and proceeding to the more highly developed, drugs are grouped 
together as (1) organic, from the vegetable kingdom ; (2) from the 
animal kingdom ; (3) inorganic, from the mineral kingdom; (4) organic 
carbon compounds; (5) non-pharmacopceial organic carbon compounds. 
This portion of the work is well and thoroughly done, and in its scope is 
a full presentation of materia medica. The pharmacology as found in 
“ Properties ” and “ Uses ” is brief and quite sufficient for the student 
of pharmacy, but the student of medicine will probably regard it as 
rather a guide to more extensive and necessary works on pharmacology 
and therapeutics. 

Part VI. covers twenty pages devoted to the microscope and its use in 
materia medica. In the Appendix we find an excellent section devoted 
to Poisons—Treatment and Antidotes. Of Prescription Writing by the 



